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Rubber aprons, 161
Rubber boots, 161
Rubber gloves, 157
Rubidium azide, 117

Safety, liability for, 6

Safety, responsibility for, 6

Safety belts, 170

Safety cans for flammable liquids, 227

Safety coordinators, 7

Safety Data Sheets, 104

Safety equipment, 162

Safety glass shields, 169

Safety glasses, 155

Safety inspections, 7

Safety officers, 7

Safety plans, recommendations for, 11

Safety programs, 6

Safety rules, 22

Safety shields, 25, 169

Safety showers, 169

Safety spectacles, 155

Sampling, air, 12, 206

Scintillation cocktail, 128

Sealed-tube reactions, 83

apparatus for (Figure), 84
Seizure, epileptic, treatment of, 178
Self-closing doors for storage rooms, 220
Self-contained breathing apparatus, 168
Semidine, 37

Series-wound motors, 181
Sewers, 242

disposal to, 231
Shakers, 185
Shields, 25

face, 156

safety, 169

Shock, electrical, treatment of, 178
Shock, treatment of, 177
Shock-sensitive materials, 62
Shoe covers, 161
Shoes for laboratory wear, 157
Showers, safety, 169
Shutdown procedures, 173
Side shields, 156
Signs, 22, 27
Silver nitrate, 232
Silver perchlorate, 112, 119, 145
Skin

chemicals spilled on, 178

penetration by toxic substances, 33

protection (see protective apparel)

sensitization, 35

Skin contact as route of exposure, 33
Smoke patterns, use in evaluation of gen-
eral laboratory ventilation, 195
Smoke tubes, 195,203

suppliers of, 211
Smoking in the laboratory, 24
Snorkels, 206
Sodium, 59, 71, 119, 122

storage of, 221

Sodium azide, Safety Data Sheet for, 145
Sodium cyanide, 45

Safety Data Sheet for, 147
Sodium hydride, 122
Sodium hydroxide, 36, 122
Sodium rnethylate, 122
Sodium peroxide, 112
Solid chemical wastes, disposal of, 232
SOLUSORB for cleaning up spills, 234
Solvent burners, 241
Solvent fires, 174
Solvent removal, 185
Solvents, disposal of, 232
Special ventilation areas, 208
Spectacles, safety, 155
Spectrometers

adjustments to, 192

ventilation above, 207
Spill kits, 234
Spills, 233

emergency procedures for, 175

mercury, 53
Splash goggles, 156
Spontaneous combustion, 59
Sprinklers (see automatic fire-extinguish-
ing systems; safety showers)
Stairways, storage on, 24
Standardized mortality ratio, 251
Start-up procedures, 173
Static electricity, 60
STEL, definition of, 32
Stirring devices, 185
Stockroom

design, 219

personnel, 5, 216
Storage

of chemical wastes, 14, 232

of chemicals, 218,225

of compressed gases, 219, 229

of ethers, 69, 123